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UNCLASSIFIED 

PAGE 01 FREETO 00756 26I535Z 
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ACTION AF- 1 8 

INFO OCT-OI ISO-00 AID-20 EB-Il COME-00 OC-06 CCO-00 FEA-02 

FPC-OI FDRE-00 CU-04 CIAE-00 DODE-00 INR-IO NSAE-00 

PA-04 RSC-OI USIA-15 PRS-01 SP-03 DRC-OI ( ISO ) W 

079550 

R26I455Z APR74 
FM AMEMBASSY FREETOWN 
TO SECSTATE WASHDC 9497 

UNCLAS FREETOWN 0756 

E.O. 1 1652: N/ATE 
TAGS: BGEN, US, SL 

SUBJECT: REQUEST EOR EMERGENCY ELECTRICAL GENERATING EQUIPMENT 
REE A) STATE 081604 B) FREETOWN 715 

1. WHEN CONTENTS REE A CONVEYED 
TO PROEESSIONAL HEAD MOW HE SAID 
THAT WHILE HE UNDERSTOOD GENERATORS 
AS POWEREUL AS THOSE NEEDED NOT 
STOCKED, HE WOULD LIKE TO KNOW 

FOR "WORST CASE" CONTINGENCY PLANNING 
PURPOSES SIZES OE THOSE GENER- 
ATORS THAT COULD BE MADE AVAILABLE 
BY OEFICE OF FOREIGN DISASTER RELIEF 
COORDINATION. WHILE MOW OPTIMISTIC 
IT CAN WORK ITS WAY OUT OF 
CURRENT POWER PROBLEM WITHOUT 
FURTHER DETERIORATION OF SERVICE: 

LAUDABLY IT IS TRYING TO CATALOGUE 
ALL POSSIBLE RESOURCES IT MIGHT 
BE ABLE TO DRAW ON SHOULD BAD 
TURN WORSE. 

2. A BRIEF DESCRIPTION OF SIZES 
AND NUMBERS OF GENERATORS THAT 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 FREETO 00756 261535Z 
COULD BE MADE AVAILABLE IS 
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REQUESTED. 

3. COMMENT: GOSL SENSITIVITY TO 
POWER PROBLEM HEIGHTENED 
YESTERDAY BY ORDERLY DEMONSTRA- 
TION OE 4-500 EOURAH BAY COLLEGE 
STUDENTS WHO PRESENTED PETITION TO 
PRIME MINISTER PROTESTING LACK 
OE LIGHTS, WATER, AND MEAL 
SERVICE AT COLLEGE DUE TO POWER CUTS. 
HOUDEK 



UNCLASSIEIED 



NNN 
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